Message 


From: Renczkowski, Daniel (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 

01/CN=RECiPlENTS/CN=DANiEL.RENCZKOWSKI] 

Sent: 12/1/2010 7:00:25 PM 

To: Cor bett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

FW: 



From: Lomasney, Ryan (EAS) 

Sent: Wednesday, December 01, 2010 1:52 PM 

To: Renczko wski, Daniel (DPH) _ 

RE; 

It looks like the case has been disposed. © 
Ryan Lomasney 

Administrative Assistant, Superior Court Division 

Essex District Attorney 

Ten Federal Street 

Salem, MA 01970 

(978)745-6610 ext 5187 


The preceding email message (including any attachments,) contains information that may be confidential, may be 
protected by the attorney-client or other applicable privileges, or may constitute non-public information. It is intended to be 
conveyed only to the designated recipient(s) named above. If you are not an intended recipient of this message, please 
notify the sender by replying to this message and then delete all copies of it from your computer system. Any use, 
dissenmination, distribution, or reproduction of this message by unintended recipients is not authorized and may be 
unlawful. 
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